Sir George Williams University 1435 Drummond St. Montreal 107 879-2867 or 879-2863 


October 26, 1971 
for release upon receipt 


Jack Bordan, Vice-Principal, Academic of Sir George Williams University 
has been elected chairman of the Upper New York-Ontario-Quebec section 


of the American Society for Engineering Education. 
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Malcolm Stone 
Information Officer 
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